To: McKean, Deborah[mckean. deborah@epa.gov] 

From: OBrien, Wendy 

Sent: Sat 8/1 5/201 5 6:04:50 PM , 

Subject: RE: is this the right number 866 299 3188, access cod^ Nonresponsive conference code 


No use 866 299 9141 
Code 211 133 54 


Wendy O’Brien, DVM, PhD, DABT 

Toxicologist, Ecosystems Protection and Remediation 

USEPA Region 8 

1595 Wynkoop Street 

Denver, CO 80202 

Phone: 303.312.6712 
FAX: 303.312.7151 


From: McKean, Deborah 
Sent: Saturday, August 15, 2015 
To: OBrien, Wendy 
Subject: is this the right number 


12:03 PM 


866 299 3188, 


Nonresponsive Conference Code 


Deborah L. McKean, Ph.D. 

Chief, Superfund Technical Assistance 
U.S. EPA, Region 8 


1804074 


ED 000552G 00000139-00001 



1595 Wynkoop Street 


Denver, CO 80202 
Office: 303-312-6178 
Cell: 303-579-4371 


1804074 


ED 000552G 00000139-00002 



